ART. 35"

PROCEDURE IX USE OF FAHLQULST SAMPLER

ascending wa>h water. The cleaning-out process is continued only until the
bottom of the fi-in. casing is reached. Tlie clean-out auger is then removed
^ operation 2, Fig. 14).
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(r) The 2 Ji-in. inside-diameter sampling; tube, in which is placed the piston
with its base flush with the txrttom of the sampler, is then assembled with the
annular auger on the outside of the sampler. The assembly3 which fits neatly